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Rock Island Arsenal, 

Rock Island, Ill. 

May 13, 1890 

The Superintendent of the Mint of the United States and Philadelphia 
Sir: 


I have the honor to acknowledge the receipt of your letter of the 9th inst. enclosing report 
of assay of a sample of sheet silver furnished by me, and to thank you for your kindness in this 
matter. 


Very respectfully 
Your obedient servant 
J. Whittemore 
Colonel of Ordnance 
Corridig. 



